STOCKTON SIRTF.T 

rvr 100 Rrom.AR sp - i 

(5F!AHD COOr-SO!?0 (STD) 


-CJJTAEEJJi^.PFP.IfJ.CAT i.ON^ 


rrrrcT ivr. nArr; 11/ , 3/89 
STANPARn I’liOnlJcTION 


CICARETTE LENGTH 
TOBACCO ROD CIPCUl'T. 
TOBACCO ROD LENGTH 
TILTED LTNCH! 
TIPPING LENGTH 
TOTA,L H. ! .0. 
DILUTION TARGET 


39.5 
?it.80 
72.0 

27.5 
32.000 

F(,70 

20.0 +/- 


1M,5 MG/Cir;T i 13.5 


HH 

•r-fM 

IN. 1120 
5.0 % 




TIPPING PAPER /USE UP; 6I4T1IT X 3200M WHT W/FLORAL BORDER EC Il36 12-1150-A LASER 


REPLACE WITH 


OUMM X 32001-t WHT W/FLORAL BORDER EC ft3G 12-ll50-IT LA^SFR 


GLUE ROLLER/ 
tipping INPORMATION 


REFER TO engineerings GLUE ROLLER VARIABLE PARTS CATAl OG 
BY TYPE-TIP.PER AND CIGARETTE BRANO-CODE-SPEC IF I CAE 1 ON 


BETWEEN ROWS/BAND WIDTH/EPR. CUT l.ENGTII/ORY PATCH SIZE 
pit.00 1.50 27.00 8.5 X 201-iH 


TIPPING adhesive 


riNDLCY 355-381-01 


PVA 02-050-8 


SEA.M ADHESIVE 


NATIONAL 25-1088 


PVA (II-PIO-A 


STD. FILLER - PACK O.V.; AOilOO - 13.00% EVE REGULAR SP 

** NO TROPICAL rOR EVE REGULAR Bl.END^** 


CIGARETTE PEEPER 


: 27.2-;HM X C500H 50CU/2.0$ (KCG 1 1/EC51 1) 10-022-A 


PRINT DIE 


*IHK FOR PRINT DIE AND EXPORT OVERPRINTS^ 

B&H OCHRE #6080^ (HARK 8) 60-902-A 

B?/.» OCHRE #lt893'l (MK O/HK 10/PROTOS) G0-928-A 


REASON rOR change 


PPITARED BY 
PRIPAIiAI ION OATF 

A.I'PROVED DY; f,,. 


TPC CIGT PAPER CHCD TO INCREASE. DU. (%) AVERAGE ft 
DECREASE TAR. TPG CHCD PROM IP-LSO-A (lD.OCI-1) TO 
12-1(50-8 (5.0CH).GIGT CHCD TROM 1Q-021-A (12NC) ID 
10-022-A (12IC). NO WEIGHT CHANGE. OK TO HIX. 


A.M, HILOURN 


V1/n//P,9 


PR I NT ING date 
PRINTING TIHE 


!: n/07/89 
^ 0:12:03 


SUPERCEDES SPECIEICATION DAIED: 9/01/80 


Source: https://www.industrydocuments.ucsf.edu/docs/flvy0004 


2057681052 






